GENUINE CURTEICH-CHICAGO “C.T. AMERICAN ART” POST CARD (REG. 


POST CARD 


PLACE 
ONE CENT 
STAMP 
HERE 



360,000 Gal. Oval Swimming Pool, "In the Lost Pine Forest," Bastrop State Park , Bastrop, Texas 



1B647-N 





